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Tlie chorus has furnished a private room In the Samaritan Hospital at a cost of $250, pays half the cost of the telephone service to a shut-in member, so that while lying on his bed of sickness he can still hear the preaching and singing of his beloved church, and has contributed to members in need; in fact, whatever help was required, it has come forward and' shouldered its share of the financial burdens of the church. It is a chorus that helps by its singing in more ways than sing-jing, though that were enough.
Out of the chorus has grown many smaller organizations which not only assist from time to time in the church and prayer meeting services, but are in frequent demand by Lyceums and other churches. All the money they earn is devoted to some part of The Temple work.
The organ which rears its forest of beautiful pipes in the rear of the church is one of the finest in the country. It was built under the direct supervision of Professor Wood at a cost of $10,000. The case is of oak in the natural finish, 35 feet wide, 35 feet high, 16 feet deep. It has 41 stops, 2,133 pipes,, four sets of manuals, each manual with a compass of 61 notes; there are 30 pedal notes, 9 double-acting combination pedals; all the metal pipes are 75 per cent pure tin.
In loving Christian fellowship the chorus abides. No difficulty that could not be settled among themselves has ever rent it; no jealousies mar its peaceful course. Professor Wood is a wise leader. He leaves no loophole for the green-eyed monster to creep in. He selects no one voice to take solo parts. If a solo occurs, he gives it to tie whole of that voice in the chorus or to a professional.formagnetic power which comes from the touch of elbows,s of music it gives and the
